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Preface 

Since  its  conception  in  1975,  the  Royal  Commission  on  p]lectric  Power  Planning  has  developed  and 
accumulated  an  extensive  library  of  books,  reports,  articles,  speeches,  exhibits,  transcripts,  films,  video- 
tapes, and  slides  on  a  wide  range  of  energy-related  topics. 

With  the  termination  of  the  Commission,  a  complete  set  of  exhibits,  transcripts,  films,  videotapes,  and 
slides  have  been  forwarded  to  the  Archives  of  Ontario,  and  are  available  to  the  public. 

The  books,  reports,  articles  and  speeches  have  been  compiled  into  this  bibliography  and  have  been 
classified  according  to  the  following  22  subject  areas: 

Conventional  Generation  Technologies  (coal,  oil,  gas,  hydraulic) 

Decision-making  Processes  (regulation,  approval  mechanisms,  procedures) 

Economics 

Energy  Conservation  and  Utilization  (including  district  heating,  fuels  cells,  energy  technologies) 

Energy  Policy 

Euel  Supply 

Ionizing  Radiation 

Land  Use  (including  agriculture) 

Load  Forecasting 

Load  Management 

Nuclear  Generation  (all  systems) 

N  uclear  Safety  (all  systems) 

Public  Participation  (education,  media,  etc.) 

Rate  Structures 

Reliability  (reserve  margins) 

Renewable  Energy  Sources 

Spent  Fuel  Management  (including  reprocessing) 

Transmission  Systems  (system  dynamics,  interconnections,  exports) 

Waste  Management  (thermal  waste,  stack  emissions,  tailing,  slurry) 

Environmental  Management 

Social  Issues  (including  population,  law) 

Electrical  Power 
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